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Cleveland Museum of Art Presents ‘‘Return to The Titanic,” 


Series of Programs Broadcast Live at Sea 
Museum is only Ohio location for unique educational, scientific experience 


CLEVELAND (May 20, 2004) — The Cleveland Museum of Art (CMA) announced today that it will serve as the 
only Ohio location for a unique educational and scientific experience, “Return to The Titanic,” June 5-9. The 
event will consist of a series of live satellite broadcasts — including live video from the depths of the Atlantic 
Ocean — chronicling Dr. Robert Ballard’s return expedition to the Titanic. 

Four 30-minute shows will be presented at the Museum beginning at 10:00 a.m., 11:30 a.m., 1:00 p.m. and 
3:30 p.m. on June 4 (CMA members free on this day only), 5, 6, 8 and 9. (The Museum will be closed Monday, 
June 7). The cost to the general public is $5 for adults, $4 for seniors, $3 for CMA members and $2 for children. 
Day passes are available and groups of 15 or more are $3 per person. Timed tickets, required for both members and 
the public, can be reserved by calling the Ticket Center by June 1 at (216) 421-7350 or 
1-888-CMA-0033. 

The program opens with a welcome from CMA Director, Katharine Lee Reid with a brief overview of the 
works of art reminiscent of the period. Guests will be invited to tour the Museum following each show. 

Ballard, who discovered the sunken remains of the famous and ill-fated luxury ocean liner nearly 20 years 
ago, 1s making a return expedition in June to study the ship’s condition and rapid deterioration. He and scientists 
from the National Oceanic and Atmospheric Administration (NOCAA), Mystic Aquarium & Institute for 
Exploration (MAIFE) and other institutions will spend 11 days at the site, mapping the ship and conducting 
scientific analysis of its condition. 

Simultaneous with the expedition, Ballard will give the public a front-row seat to the expedition via two- 
way Satellite transmission. According to Ballard, viewers “will have the rare opportunity to watch real scientific 
exploration as it’s happening, which includes live video from the ship and the vehicles under water as they assess 
the state of Titanic and all that has happened in the 20 years since her discovery.” 

The Cleveland Museum of Art, located at 11150 East Blvd. in University Circle, is one of America’s 
leading comprehensive museums. Its permanent collection is world renowned for its quality and breadth, spanning 
6,000 years. The museum is a significant international forum for exhibitions, scholarship and art acquisitions. For 
more information on the Museum, its holding, programs, services and events, call 1-888-CMA-0033 or visit 


www.ClevelandArt.org 
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